


Replace air filter clement 















All engines 
with dry air filter 


Under normal dust conditions, replace air filter 
element every 50 000 km (30 000 miles). 


@ Remove filter cover and remove element. 
© Clean air filter cover and housing. 
Attention! Do not use cotton waste. 


® Install new element, observing correct seat of 
rubber ring and cover. 
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